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2009/2010 


2010/2011 


2011/2012 


Total Number of Claims submitted 
to the DPIN System 


16,854,244 


17,611,377 


18,371,482 



Drug 
Utilization 
Review (DUR) 
Response 
Code 


Response 

Code 
Description 


Field Explanation 


2009/2010 
Number of 

DUR 
Response 
Codes 


2010/2011 
Number of 

DUR 
Response 
Codes 


2011/2012 
Number of 

DUR 
Response 
Codes 


ME-ME1, 
ME2, ME3 


Drug/drug 
interaction 
potential 




Suggests a potential 
drug/drug interaction 
between the prescription 
being filled and one the 
patient is already receiving. 
The appropriate intervention 
code(s) should be provided. 
Level of Severity: 


4,150,576 


4,278,026 


4,292,803 








• Level 1: Most Significant 
-Action to reduce risk of 

o /"i \ i £\ ro a into r otmn 

aaverse interaction 
usually required because 
the potential for severe 

great. 


19,433 


29,237 


59.769 








• Level 2: Significant - 
Assess risk to patient and 
take action as needed. 


568,529 


619,666 


671,049 








• Level 3: Possibly 
Significant - 
Conservative measures 
are recommended 


3,562,614 


3,629,123 


3,561,985 


MJ 


Dose 

appears high 




570,219 


688,424 


781,979 


MK 


Dose 

appears low 




1,122,909 


1,175,225 


1,038,822 


MW 


Duplicate 
Drug 


Prior claims exists for: 

• Same Datient 

• Same Drug Identification 
Number 

• Same pharmacy 


2,412,498 


2,612,498 


2,747,091 


MX 


Duplicate 
Therapy 


Prior claims exists for: 

• Same Datient 

• Same therapeutic class 

• Same pharmacy 


542,511 


575,672 


608,163 


MY 


Duplicate 
drug other 
pharmacy 


Prior claim exists for: 

• Same patient 

• Same Drug Identification 
Number 

• During a specified time 
frame 


226,646 


226,353 


221,735 


MZ 


Duplicate 
therapy other 
pharmacy 


Prior claims exists for: 

• Same patient 

• Same therapeutic class 

• Within a specified time 
frame 


30,605 


33,100 


32,067 



MonUot 

spMtedenenju. 
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